


HOLOCAUST FACTS - THE TRUTH THEY WON'T ADMIT 
THLE AWS C AW ITZ EE) 


HOLOCAUST CLAIM - HOLOCAUST SURVIVORS MUST BE BE- 
LIEVED 


With no scientific evidence to back up the gas chamber claim, the testi- 
mony of Holocaust “survivors” becomes vital to proving the gassings at 
Auschwitz. How reliable is this testimony? Judge for yourself 


Rudolf Vrba is an extremely important eyewitness to the Holocaust Lobby. 
He wrote / Cannot Forgive which stated in the foreword that the book was 
“meticulous” and written with a “fanatical respect for accuracy” (p. 2) - but 
under cross-examination by defense lawyer Doug Christie in the ZUndel 
case in 1985, Vrba immediately backtracked and admitted that the book 
was merely an “artistic expression” which belonged to the “realm of a 
literary afternoon.” 

Kurt Gerstein, heavily relied upon by Holocaust historian Raul Hilberg as 
a witness to the Holocaust was admitted by Hilberg to have been a person 
who had spoken “pure nonsense.” (“Experts admission: Some gas death 
‘facts’ nonsense” Toronto Sun, January 17, 1985) 


Filipp Miller, another important witness for the gas chambers, claimed in 
his book Eyewitness Auschwitz that muscles of those who had been shot 
were cut from their legs by the Nazis and thrown into a bucket. He claimed 
the muscles “were still working and contracting, making the bucket jump 
about.” 

Arnold Friedman, a prosecution witness in the 1985 Zundel trial, testified 
that he could tell different nationalities being burned. Skinny Polish Jews or 
fat Hungarian Jews, gave off different colored flames, shooting 14 feet 
high out of the chimney, while being burned in the crematory in 
Auschwitz.(Ztindel Trial transcript 1985, pages 406-407) 

Dr. Henry Heller, was “saved” at Auschwitz when a former colleague, a 
German, recognized hiin as he was being led to the gas chambers and 
“mercifully turned on the water instead of the gas.” (Chicago Tribune, 
May 4, 1975.) 

Rudolf Kauer, a former inmate of Auschwitz, admitted he lied when he 
accused former Auschwitz personnel of beating a Polish girl on her breasts 
with a bullwhip, ripping one breast off. “I lied,” he said, “That was just a 
yarn going about the camp. | never saw it.” (Wiami Herald, July 7, 1964.) 


JUDGE THE CREDIBILITY OF THESE PEOPLE FOR YOURSELF! 
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HOLOCAUST FACTS - THE TRUTH THEY WON'T ADMIT 


THEE AcU-S C HeEWelateZ— LIE! 
HOLOCAUST CLAIM - MASSIVE GAS CHAMBERS WERE USED TO 
EXTERMINATE JEWS AT AUSCHWITZ 


There were no “gas chambers” at Auschwitz. This fact has been conclusively 
proven by several forensic studies of the alleged “gas chambers” at Auschwitz. 


The Leuchter Report - Fred A. Leuchter, Jr. is an expert specializing in gas chambers 
and executions. He was described by Missouri State Penitentiary Warden Bill M. 
Armontrout as “well versed in all areas and is the only consultant in the United States 
(in gas chambers) that | know of.” Leuchter examined the alleged gas chambers at 
Auschwitz, Birkenau and Majdanek in 1988 and took samples from the walls and floors 
for forensic testing for cyanide. He concluded that the rooms were not and could not 
have been used as gas chambers based on their construction and the fact that either 
no or only extremely small traces of cyanide were found in the brick and mortar sam- 
ples. In contrast, a room where Zyklon B (the alleged killing gas) was used for disinfec- 
tion purposes by the Nazis, had 1000 times more cyanide in the samples. 
The Krakow Institute Report - Alarmed by the Leuchter Report, the Auschwitz State 
Museum itself commissioned in 1990 the Krakow Forensic Institute to carry out an 
investigation of the alleged gassing sites. The Krakow Report fully corroborated the 
cyanide readings found by Leuchter. The Auschwitz Museum maintains, however, 
that Poland’s acid rain had eliminated the cyanide. This flies in the face of scientific 
fact that “Prussian Blue”, the compound formed by cyanide and iron in the bricks and 
mortar is one of the most stable and enduring compounds known to man. The blue 
stain is clearly seen in disinfection chambers at Auschwitz today. 
The Rudolf Report - Germar Rudolf, a diplom chemist in Germany, investigated the 
sites of the alleged gas chambers of Auschwitz and took samples for the purpose of 
determining cyanide levels. Rudolf's report concluded, like Leuchter’s, that the alleged 
gas chambers could never have been used for gassings. Tests on samples showed 
no or minimal traces of cyanide. 
The Liftl Report - Walter Luft! is a professional engineer with a large engineering firm 
in Vienna and was president of the Austrian Association of Engineers. He is regularly 
called in court cases as an expert witness. In 1992 Luftl wrote a report calling the 
alleged extermination Of millions of Jews in gas chambers “technically impossible.” 
He pointed out that the design of the crematories themselves showed that they were 
incapable of handling the number of victims alleged. “Corpses are not flammable ma- 
terial,” wrote LUuftl, “to cremate them requires much time and energy.” LUftl was crimi- 
nally charged for writing this report for “denying the Holocaust.” BUT ALL CHARGES 
HAVE BEEN DROPPED. 
Jewish historian Arno Mayer of Princeton now admits that evidence for the gas cham- 
bers is “rare and unreliable.” (“Why Did The Heavens Not Darken?”) The truth in fact 
is that there is no reliable evidence whatsoever for gas chambers in Auschwitz. 
THERE WERE NO “GAS CHAMBERS” AT AUSCHWITZ. 
THIS HAS BEEN PROVEN BY SCIENTIFIC EXAMINATION. 
THE HOLOCAUST LOBBY HAS NO SCIENTIFIC EVIDENCE. 
THEY RELY SOLELY ON “EYE-WITNESS TESTIMONY” BY EX-INMATES 
AND NAZI OFFICERS SUCH AS RUDOLF HOESS 
WHO WERE LATER EXECUTED. 


taf SAMISDAT PUBLISHERS, 206 CARLTON STR. TORONTO, ON. CANADA MSA 2L1 
eZ TEL:(416)922-9850- PLEASE COPY AND REDISTRIBUTE - FAX:(416)922-8614 

















HOLOCAUST FACTS - THE TRUTH THEY WON'T ADMIT 


TREES Fes SW ZZ re 


HOLOCAUST CLAIM - THE ALLIES HAD NO KNOWLEDGE OF THE 
GAS CHAMBERS 


The Allies and world Jewish organizations invented the “gas chamber” 
story as wartime atrocity propaganda. They used atrocity propaganda 
against the Nazis to distract their own people from the atrocities being 
committed by themselves. In 1944 the British Ministry of Information 
requested British clergy to help spread atrocity propaganda against the 
Germans which would be put into circulation by the Ministry. The purpose 
of the atrocity propaganda was to distract public opinion from Red Army 
atrocities which would inevitably occur as it “liberated” Central Europe. (“Al- 
lied Wartime Diplomacy”, Edward J. Rozek) 


Affidavit of Charles Coward, filed at the Nuremberg trials, swears that the 
Allies dropped leaflets in Poland alleging gassings and that radio broad- 
casts were made by Anthony Eden making the same allegation. (Prosecu- 
tion Exhibit 1462) 


The Allies were fully aware there was no evidence to support the allega- 
tion of “gas chambers” against the Germans. In August of 1943, the Allies 
decided not to make a specific allegation of gas chambers against the 
Nazis in a published declaration on the grounds that there was “insufficient 
evidence to justify the statement regarding execution in gas chambers.” 
(Foreign Relations of the United States Diplomatic Papers 1943) 


The Allies were breaking all top-secret codes between Auschwitz and Ber- 
lin, yet there is NOT ONE MENTION OF DEATHS BY GASSING. As the 
Germans did not know the code was being broken, they had no reason not 
be report the deaths by gassing if they were occurring. 


The Miller document, revealed by Emil Lachout in 1988, shows that Al- 
lied Commissions of Inquiry investigated and established by 1948 that no 
people were killed by gas at Belsen, Buchenwald, Dachau, Mauthausen 
and several other named camps. Austria admits the Muller document is 
genuine. 


THE ALLIES MANUFACTURED THE “GAS CHAMBER” STORY AS 
ATROCITY PROPAGANDA TO “STOKE UP” THEIR OWN PEOPLE 
AGAINST THE NAZIS AND TO DISTRACT THEM FROM THEIR OWN 
WAR CRIMES SUCH AS THE TERROR BOMBING OF CIVILIANS. 
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HOLOCAUST FACTS - THE TRUTH THEY WON'T ADMIT 


THE AUSCHWITZ LIE! 


HOLOCAUST CLAIM - SURVIVOR TESTIMONY “PROVES THE 
HOLOCAUST” 


With no scientific evidence to back up the claim that millions of Jews 
were killed in Auschwitz by gassing, the Holocaust lobby relies on “survi- 
vor testimony” which it is apparently rude to dispute. How reliable is 
their testimony? Here are some of the opinions of non-revisionist histori- 
ans: 


Prof, Miche! de Bouard - “The record is rotten to the core. On one hand 
a considerable amount of fantasies, inaccuracies, obstinately repeated 
(in particular concerning numbers), heterogeneous mixtures, generaliza- 
tions, and, on the other hand very dry critical studies [by revisionists] that 
demonstrate the inanity of those exaggerations.” (Ouest-France, August 
1986). 


Samuel Gringauz - “The hyperhistorical complex [of survivors] may be 
described as judeocentric, lococentric and egocentric ... This is the 
reason why most of the memoirs and reports are full of preposterous 
verbosity, graphomanic exaggeration, dramatic effects, overestimated 
self-inflation, dilettante philosophizing, would-be lyricism, unchecked 
rumors, bias, partisan attacks and apologies.” (Jewish Social Studies, 
January 1950). 


Shmuel Krakowski - In an Aug. 1986 Jerusalem Post article - “[Yad 
Vashem director) Krakowski says that many survivors, wanting “to be 
part of history” may have let their imaginations run away with them. 
“Many were never in the places where they claim to have witnessed 
atrocities, while others relied on second hand information given them by 
friends or passing strangers” according to Krakowski. Over half of 20,000 
survivor accounts were found by Yad Vashem to be “unreliable” and 
“inaccurate.” 


HOLOCAUST HISTORIANS ARE WELL AWARE 
OF THE TENDENCY OF “HOLOCAUST SURVIVORS” TO LIE! JOHN 
DEMJANJUK WAS CONVICTED ON 
FALSE EYEWITNESS TESTIMONY. 
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